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American Water Works Practice, Manual of. Book REviEw. 463, Dec. 
Armstrong, James W. Some features of filter design. 254, Sept. 


Barbour, F.A. The new Little Quittacas intake at New Bedford, Mass. 370, Dec. 
Beisel, N. J. aatiene water supply for Pottsville Water Company, Pottsville, Penn. 


47, Mar. 
Book review. Manual of American Water Works Practice. 463, Dec. 


Chase, E. Sherman. A score system for grading water supplies according to sanitary 
conditions. 229, Sept. 

Clark, Harry W. Iodine and water supplies. 204, Sept. 

Classon, W. G. and Charles W. Sherman. An emergency water supply for Leominster, 


Mass. 450, Dec. 
Color and other phenomena of water from an unstripped reservoir in New England. 


By Caves MILLs SAVILLE. 145, June. 
Conard, William R. Large and small fire hose, water pressures, and hydrant spacings. 


79, Mar. 


Coolgardie pipe line in Australia, and measures taken to correct corrosion. By Cot. 
Francis F. LonGLEy. 421, Dec. 
Corrosion problem in connection with siateinbaitnl engineering. By F. N. SPELLER. 


90, Mar. 


Diesel engine and its overall economy. By C. B. JAHNKE. 105, June. 

Diesel engine experience in a modern forge. By |. P. HARBESON, JR. 138, June. 
Diesel engine experience in a pumping plant. By LeonarDC.S.SmiruH. 135, June. 
Diesel engines, discussions of papers. 141, June. 

Discussion, topical, — Protection of water pipes and appurtenances in exposed locations. 


174, June. 


Field, Frederick E. The filtration works of the city of Montreal. 213, Sept. 

Filter design, some features of. By James W. ARMSTRONG. 254, Sept. 

Filter sands, a fineness modulus. By RicHarp G. TYLER. 239, Sept. Discussion, 
456, Dec. 

Filtration, improvements in process at Watertown, N.Y. By F. H. JEnninGs. 58, Mar. 

Filtration plant, the Wheeling, West Virginia. By JoHnF.Lasoon. 291, Dec. 

Filtration works at Montreal. By FREDERICK E. FIELD. 213, Sept. 

Financing main pipe extensions by the assessment method. By CALEB MILLs SaviLLE. 
185, Sept. 

Fire hose, large and small, water pressures, and hydrant spacings. By Witiiam R. 
Conarp. 79, Mar. 

Floods and droughts on New England streams. By CaLeB MILLS SAVILLE. 1, Mar. 

Fuller, Harry U., Leonard Metcalf and Charles B. Mitchell. The new Sebago Lake 
intake and conduit of the Portland (Maine) Water District. 394, Dec. 
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Grading water supplies according to sanitary conditions, score system for. By E. 
SHERMAN CHASE. 229, Sept. 


Hansen, Paul. Tastes in the water supply of Marquette, Michigan, due to phenol 
wastes. 320, Dec. 

Harbeson, J. P. Jr. Diesel engine problem in a modern forge. 138, June. 

Hodgman, Burt B. Some results of pipe cleaning. 171, June. 

Hydrant spacings, large and small fire hose, water pressures. By WILLIAM R. ConaARD. 
79, Mar. 


Iodine and water supplies. By Harry W. CLarK. 204, Sept. 


Jahnke, C.B. The Diesel engine and its overall economy. 105, June. 
Jennings, F.H. Improvements in filtration process at Watertown, N. Y. 58, Mar. 


Kennebec Water District, Waterville, Maine, electric pumping station. By ArTHUR L. 
SHaw. 32, Mar. ; 

Knowles, Morris, Myron Mansfield and Patrick Nugent. Lawrence, Mass., water 
supply investigations and construction. 345, Dec. 


Laboon, John F. The Wheeling, West Virginia, filter plant. 291, Dec. 

Lawrence, Mass., water supply investigations and construction. By Morris KNoWLEs, 
Myron MANSFIELD and Parrick NUGENT. 345, Dec. 

Leominster, Mass., emergency water supply. By W. G. CLAsson and CHARLEs W. 
SHERMAN. 450, Dec. 

Little Quittacas intake at New Bedford, Mass. By F. A. BarBour. 370, Dec. 

Longley, Col. Francis F. The Coolgardie pipe line in Australia, and measures taken to 
correct corrosion. 421, Dec. 


Machinery, substitution of, for hand labor in pipe-laying. By STEPHEN H. Taytor. 
445, Dec. 

Mansfield, Myron, Morris Knowles and Patrick Nugent. Lawrence, Mass., water 
supply investigations and construction. 345, Dec. 

Marquette, Michigan, tastes in the water supply, due to phenol wastes. By PauL 
HANSEN. 320, Dec. 

Metcalf, Leonard, Harry U. Fuller and Charles B. Mitchell. The new Sebago Lake 
intake and conduit of the Portland (Maine) Water District. 394, Dec. 

Meter-reading and billing system, Rochester, N.Y. By STEPHEN B. Story. 71, Mar. 

Microérganisms in reservoirs, period of storage and. By ROBERT SPURR WESTON. 
225, Sept. 

Mitchell, Charles B., Leonard Metcalf and Harry U. Fuller. The new Sebago Lake 
intake and conduit of the. Portland Water District. 394, Dec. 

Montreal, the filtration works of. By FREDERICK E. FIELD. 213, Sept. 


New Bedford, Mass., new Little Quittacas intake. By F. A. BarBour. - 370, Dec. 
New England streams, some floods and droughts on. By CaLEB MILLS SAVILLE. 
1, Mar. 
New England Water Works Association. 
Address of retiring President Taylor. 273, Sept. 
Dexter Brackett Memorial, Award of. 275, Sept. 
Election of officers. 279, Sept. 
Election of Leonard Metcalf to Honorary Membership. 461, Dec. 


an 


Proceedings. 
January meeting. 101, Mar. 
February meeting. 101, Mar. 
March meeting. 102, Mar. 
September meeting. 272, Sept. 
November meeting. 461, Dec. 
‘Remarks by Hon. Edward R. Hathaway. 273, Sept. 
Reports. 
Editor. 288, Sept. 
Finance Committee, 287, Sept. 
Secretary. 281, Sept. 
Trasurer. 284, Sept. 


Nugent, Patrick, Morris Knowles and Myron Mansfield. Lawrence, Mass., water 
supply investigations and construction. 345, Dec. 


Phenol wastes, tastes in the water supply of Marquette, Michigan, due to. By PauL 
Hansen. 320, Dec. 

Pipe cleaning, some results of. By Burt B. Hopcman. 171, June. 

Pipe extensions, financing by the assessment method. By Cates MILLs SAVILLE. 
185, Sept. 

Pipe-laying, substitution of machinery for hand labor. By StepHEN H. Taytor. 
445, Dec. 

Pipe line, at Coolgardie, Australia. By Cot. Francis F. Lonciey. 421, Dec. 

Portland, Maine, Water District, the new Sebago Lake intake and conduit. By 

LEONARD MEtTcaLF, Harry U. FULLER and CHARLES B. MITCHELL. 394, Dec. 

Pottsville Water Company, Pottsville, Penn., additional water supply. By N. J. BEISEL 

47, Mar. 


Quebec City, the water works of. By J. A. TREMBLAY. 208, Sept. 


Reservoir (unstripped), color and other phenomena of water from. By CaLesB MILLs 
SAVILLE. 145, June. 

Reservoirs, period of storage and microtérganisms in. By ROBERT SPURR WESTON. 
225, Sept. 

Rochester’s (N. Y.) meter reading and billing system. By STEPHEN B. Story. 71, Mar. 


Sands, filter, a fineness modulus. Discussion, 
456, Dec. 
Sandspun pipe. By CHarLEs R. Woop. 85, Mar. 
Saville, Caleb Mills. 
Color and other phenomena of water from an unstripped reservoir in New England. 
145, June. 
Financing main pipe extensions by the assessment method. 185, Sept. 
Some floods and droughts on New England streams. 1, Mar. 
Score system for grading water supplies according to sanitary conditions. By E. 
SHERMAN CHASE. 229, Sept. 
Shaw, Arthur L. The electric pumping station of the Kennebec Water District at 
Waterville, Maine. 32, Mar. 
Sherman, Charles W. and W. G. Classon. An emergency water supply for Leominster, 
Mass. 450, Dec. 
Smith, Leonard C.S. Diesel engine experience ina pumping plant. 135, June. 
Speller, F. N. The corrosion problem in connection with water-works engineering. 
90, Mar. 


By RicHarp G. TyLER. 239, Sept. 
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Storage period and microérganisms in reservoirs. By ROBERT SPURR WESTON. 225, Sept. 
Story, Stephen B. Rochester’s (N. Y.) meter-reading and billing system. 71, Mar. 


Taylor, Stephen H. Portrait of. Frontispiece. 
Substitution of machinery for hand labor in pipe-laying. 445, Dec. 
Tremblay, J. A. The water works of Quebec City. 208, Sept. 
Tyler, Richard G. A fineness modulus for filter sands. 239, Sept. Discussion, 456, Dec. 


Water pipes, protection and appurtenances in exposed locations, — topical discussion. 
174, June. 

Water supply, additional, for Pottsville Water Co., Pottsville, Penn. By N. J. BEISEL. 
47, Mar. 

Water supply, tastes due to phenol wastes at Marquette, Michigan. By Pau HANSEN. 
320, Dec. 

Water supplies, iodine and. By Harry W. CLarK. 204, Sept. 

Watertown, N. Y., improvements in filtration process. By F.H. JENNINGS. 58, Mar. 

Waterville, Maine, the electric pumping station of the Kennebec Water District. By 
ARTHUR L. SHAW. 32, Mar. 

Weston, Robert Spurr. Period of storage and microérganisms in reservoirs. 225, Sept. 

Wheeling, W. Va., filtration plant. By JoHN F.Lanoon. 291, Dec. 

Wood, Charles R. Sandspun pipe. 85, Mar. 
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